"THE  TAILOR/'  By  MORONI

W. F. ManseU.
To be seen at the National Gallery, London, this picture is regarded as one of the world's great
portraits and a splendid example of Venetian colour.   It was painted by Giambattista Moroni
(1520-1578), and shows an honest tailor at his work, in marked contrast to the portraits of
nobles and their wives by whom the artists of the time were so largely employed.
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